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SUBJECT: U.S. NAVY INTEREST IN SYSTEM USED IN GREECE FOR 
TRANSPORTING FRESH WATER 

U.S. NAVY CIVIL ENGINEERING LABORATORY, PORT HUENEME, 
CALIFORNIA HAS ASKED IF EMBASSY WOULD OBTAIN FROM APPROPRI- 
ATE GREEK AUTHORITIES INFORMATION ON PERFORMANCE DUNLOP 
U.K. DRACONE FLEXIBLE BLADDERS USED IN GREECE TO TRANSPORT 
FRESH WATER TO POROS, SPETZAI AND SANTORINI. INFO ON 
DURABILITY, TOW STABILITY, AND ANY PROBLEMS WITH DRACONE IS 
MOST IMPORTANT. DATA NEEDED TO EVALUATE DRACONE FOR USMC 
USE AS OFFSHORE FUEL STORAGE UNIT. INGERSOLL 
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